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The Big Oak, one of the largest Live-Oak 
trees in the world, is owned by the American 
Tree Association. It has a height of 50 feet, 
a girth of 22 feet at breast height and a limb 
spread of 151 feet. Its estimated age (1940) 
250 years. 
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T-2 — The Big Oak, Thomasville, Ga. 
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